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MEMORANDUM FOR : Project Comptroller 


SUBJECT 


Contract Ho. FS-99 
Hycon Mfg. Company 


25X1 A9a^ 



1. The subject contract expired on 30 November 1957 an<i is not 
being extended. Amendments Nos. 5 and 6 established fixed redetermined 

amounts as follows: 

(Inception) 18 June 1955 - 30 June 1957 $385,476.87 

1 July 1958 - 30 Nov. 19587 47,000.00 

1 Total $432,476.87 

By memorandum dated 15 January 1958 (SAPC-23438) the Project Director 
of Administration certified that all requirements of the contract an 
services rendered were satisfactory and were performed. 

2. Attached is a thermo-fax copy of letter dated 22 January 
1958 (SAPC-23812) from Hycon Mfg. Co. in which they comply with the 
Patent, Copyri^it and Government Furnished Property Artioles. The 
Contracting Officer concurs with these statements. 

3. Upon payment of the final invoice under this contract will 

you please advise this office in order that we may complete our records. 
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Project Contracting Officer 
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